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Message Text 


E.O. 1 1652: NA 
TAGS: BEXP, RP 

SUBJ: MEDICAL, LABORATORY & SCIENTIFIC INSTRUMENTATION EXHIBITION 
REE: MANILA 6000 


FURTHER RESULTS OF POST'S EFFORTS IN RECRUITING COMPANIES 
TO PARTICIPATE IN SUBJECT EXHIBITION ARE: 


NAME OF COMPANY/REPRESENTATIVE STATUS 


A. ENGINEERING EQUIPMENT, INC. PROMOTIONS MANAGER 
MR. RAY BANTOLO INFORMED US THAT THE 

SALES MANAGER COMPANY WILL PARTICIPATE. 

THEY ARE WAITING FOR 
CONFIRMATION FROM SUPPLIER. 


B . OTALCO CORPORATION TWO U.S . SUPPLIERS 

MR. VICENTE DY SUN, JR. HAVE REPLIED AND 
PRESIDENT EXPRESSED NO DESIRE TO 

PARTICIPATE. SUPPLIERS 
DOUBT THAT THEIR PRO- 

UNCLASSIFIED 
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DUCTS CAN BE SOLD. 


C. ELASCO INTERNATIONAL CORP. GETTING IN TOUCH WITH 
MR. MANUEL GONZALES MTS, INC. SO FAR HAS 

MANAGER NO INTEREST IN PARTICIPATING. 


D. KODAK PHILIPPINES, INC. COMPANY IS NOT INTEREST- 
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MR. GORDON TUBBS ED IN PARTICIPATING. 

PRESIDENT 

E. MEDECOR PHILIPPINES, INC. COMPANY HAS NOT RETURNED 
MR. JOSE LAVARRO CALL. 

PRESIDENT 

STULL 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MANILA06635 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 87-0272, D7801 77-0710 

Format: TEL 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978041 6/aaaaammf.tel 

Line Count: 69 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: cbc12fa7-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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